STATEMENT OF LIABILI 


This device is classified as a Fi 


TY 


REARMS ACCESSORY and is sold by us with the specific 


understanding that we are not responsible in any manner whatsoever for its safe handling or 
resale under local laws and regulations. SIG SAUER, Inc. shall not be responsible in any manner 


whatsoever for malfunctioning of 
in whole or in part from (1) crimi 


he firearm, for physical injury or for property damage resulting 
nal or negligent discharge, (2) improper or careless handling, 


(3) unauthorized modifications, (4) defective, improper, hand-loaded, or reloaded ammunition, 


(5) corrosion, (6) neglect, or (7) ot 


her influences beyond our direct and immediate control. This 


limitation applies regardless of whether liability is asserted on the basis of contract, negligence 
or strict liability (including any failure to warn). Under no circumstances shall SIG SAUER, Inc. be 


liable for incidental or consequen 
and loss of earnings or profits. 


ial damages, such as loss of 


WARRANTY STATEMENT 


use of property, commercial loss 


SIG SAUER, Inc. warrants that the enclosed accessory was originally manufactured free of defects 
in material, workmanship and mechanical function, and agrees to correct these defects by repair, 
adjustment or replacement, at the option of SIG SAUER, Inc., with items of the same or comparable 


quality; provided, however, that 
18 Industrial Drive, Exeter, NH 03: 


purchase. This limited warranty is null and void if t 
(by accident or otherwise), or if unauthorized repair or any ai 
e accessory. This limited warranty does not apply to norma 
wear and tear of any parts. Subject to the foregoing, this limi 
parts repaired, adjusted or replaced exclusively by the origina 
purchaser, which right is not transferable to any other person. NO IMPLIED WARRANTIES OF ANY 


nature, has been performed on 


have the covered accessory or its 


KIND, INCLUDING THE WARRANT 


833 by the origina 


ES OF MERCHANTABILITY A\ 


PURPOSE ARE MADE HEREIN, an 


or appurtenant to this accessory. In no event shall SIG SAUE 
consequential damages arising from or in connection with this 


CONTACT 


this warranty does not apply 


e accessory is returned freight prepaid to SIG SAUER, Inc. a 
| purchaser within one year of the date o 
e accessory has been misused, damage: 


iteration, including of a cosmetic 


ed warranty confers the right to 


D FITNESS FOR A PARTICULAR 
to any accessory items attache’ 
R, Inc. be liable for incidental or 


imited warranty. 
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when it counts’ 


SBX™/SB15™ 
PISTOL STABILIZING BRACE 


when it counts: 


OWNER’S MANUAL 


SBX™/SB15™ PISTOL STABILIZING BRACE 


Both the SBX and SB15 are shooter's aids designed to maximize the potential 
of any buffer tube equipped pistol. Made of high quality, elasto-polymer, the 
SBX and SB15 use a shooter's forearm to provide a stable support for firing an 
Ar-style pistol with one hand. 


FEATURES 


= Fits all pistols equipped with an AR-style pistol buffer tube (1.0’-1.2" diameter) 
= 2 adjustable nylon stabilizing straps for proper fit 

= New enhanced slim design 

= ATF Compliant* 


CONTENTS 


= SBX or SB15 Pistol Stabilizing Brace = ATF Compliance Letter 
= 2 Stabilizing Straps 


INSTRUCTIONS 


= Make sure the pistol is unloaded and safe. 


= Apply a dry lube such as talcum powder to the inside of the buffer tube 
receptacle. 


= Slide the SBX / SB15 over the buffer tube. 
= Adjust the brace on the tube for proper arm fit. 


*ATF has reviewed this product and determined that attaching the SBX or SB15 to a firearm does not 
alter the classification of the firearm or subject the firearm to NFA control. 
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